Short Circuit, 
Blast Linked 


on Main Street 


George Schmidt, * 
aboot 75, Victim: 
3 Escape Injuries 


MISHICOT — An explosion in 
a residence in this village caused 
the death of George W. Schmidt, 
about 75, at 11:30 a.m. Monday. 
The explosion is believed to have 
been caused by a short circuit in 
the electrical system of a mal- 
functioning sump pump. The fire 
went into the oil fired furnace, 
which exploded. 


Mrs. Schmidt said shortly be- 
fore the noon hour her husband 
had gone into the basement to 
chéck the heating plant. He had 
smelled smoke which was coming 
from the sump pump. The pump 
had been working intermittently 
as water began to seep into the 
basement. 


Firemen wearing smoke masks 
entered the basement of the burn- 
ing building and removed 
Schmidt, bady burned and suffer- 
ing from multiple injuries. He 
was placed in an ambulance but 
was dead when removed. 


When the explosion occurred 


Mrs. Schmidt heard her husband 


WATER RUNS WILD—Almost three inches of rain high ground, once part of a shoulder of a county trunk holler, “Edith!” and attempted to 


that fell over the week end created near-flood conditions road in the Town of Kossuth. Water collecting from dads. staan ties bis sedier tas Bier 
in many parts of Manitowoc County. Strong water flow slopes nearby washed away a section of the road, forcing |hair was singed. Flames drove her 
has begun to loosen ice in rivers with ice floes exerting rural travelers to use Krejcarek’s road at upper left in of- |pack and firemen fo “im near 
pressure on dams and bridge pilings. Myles Krejcarek of der to get around the washout. Additional pictures on in- |th~ ~vit -* 

Rt. 2, Manitowoc, stands disconsolately on a portion of _ side page. (Photo by staff photographer). 


